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TO A PEOPLE 

TENSE, PERHAPS SMOKING 
MORE THAN USUAL... 


Philip Morris makes this unequivocal statement: 


ONLY PHILIP MORRIS CIGARETTES HAVE 
BEEN PROVED* DEFINITELY AND MEASUR¬ 
ABLY LESS IRRITATING TO THE SENSITIVE 
MEMBRANES OF THE NOSE AND THROAT. 


In the interest of greater well being may we suggest for 
your patients who smoke a change to Philip Morris cigarettes* 


PHILIP MORRIS 

Philip Morris & Co. Ltd., Inc. 

119 Fifth Avenue, N. Y. 


* Laryngoscope, Feb. 1935, Vol .. XLV, No. 2, 149-154 - Laryngoscope, Jan. 1937, Vol. XLVI1 , No. 1, 58-60 


Source: https://www.industrydocuments.ucsf.edu/docs/ghlkOOOO 
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